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Legal Notices 

The information in this document is subject to change without notice. 

Hewlett-Packard makes no warranty of any kind with regard to this manual, including, but 
not limited to, theimplied warranties of merchantability and fitness for a particular purpose 
Hewlett-Packard shall not be held liable for errors contained herein or direct, indirect, 
special, incidental or consequential damages in connection with the furnishing, performance, 
or use of this material. 

Warranty. A copy of the specific warranty terms applicable to your Hewlett- Packard product 
and replacement parts can be obtained from your local Sales and Service Office. 

Year 2000 Compliance Warranty. Manufacturer warrants that all HP Products will be 
'Year 2000 Compliant." Year 2000 Compliant products will perform without error, loss of data, 
or loss of functionality on account of any inability to process, calculate, compare or sequence 
date data accurately. I n addition, Year 2000 Compliant products will not cause any associated 
HP products or any systems in which they may be used to fail in any of the ways described 
above. This Year 2000 Compliance warranty will remain in effect through December 31, 2000, 
notwithstanding any other warranty period specified in this Agreement. 

Restricted Rights Legend. Use, duplication or disclosure by theU.S. Government is subject 
to restrictions as set forth in subparagraph (c) (1) (ii) of the Rights in Technical Data and 
Computer Software clause at DFARS 252.227-7013 for DOD agencies, and subparagraphs (c) 
(1) and (c) (2) of the Commercial Computer Software Restricted Rights clause at FAR 
52.227-19 for other agencies. 

HEWLETT-PACKARD COMPANY 
3000 Hanover Street 
Palo Alto, California 94304 
U.S.A. 

Use of this manual and flexible disk(s) or tapecartridge(s) supplied for this pack is restricted 
to this product only. Additional copies of the programs may be made for security and back-up 
purposes only. Resale of the programs in their present form or with alterations, isexpressly 
prohibited. 

Copyright Notices, ©copyright 1983-2000 Hewlett-Packard Company, all rights reserved. 

Reproduction, adaptation, or translation of this document without prior written permission is 
prohibited, except as allowed under the copyright laws. 

©copyright 1979, 1980, 1983, 1985-93 Regents of the University of California 

This software is based in part on the Fourth Berkeley Software Distribution under license 
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from the Regents of the University of California. 

©copyright 1980, 1984, 1986 Novell, Inc. 

©copyright 1986-1992 Sun Microsystems, Inc. 

©copyright 1985-86, 1988 Massachusetts Institute of Technology, ©copyright 1989-93 The 
Open Software Foundation, I nc. 

©copyright 1986 Digital Equipment Corporation. 

©copyright 1990 M otorola, I nc. 

©copyright 1990, 1991, 1992 Cornell University 
©copyright 1989-1991 The U niversity of Maryland 
©copyright 1988 Carnegie Mellon University 

Trademark Notices UNIX is a registered trademark of The Open Group. 

X Window System is a trademark of the M assachusetts I nstitute of Technology. 

MS-DOS and Microsoft are U.S. registered trademarks of M icrosoft Corporation. 

OSF/Motif is a trademark of theOpen Software Foundation, I nc. in the U.S. and other 
countries. 
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Safety and Regulatory Information 

This product was tested for conformance to various national and international regulations 
and standards. The scope of this regulatory testing includes electrical and mechanical safety, 
electromagnetic emissions, immunity, acoustics, and hazardous materials. 

When required, approvals are obtained from third party test agencies. Approval marks 
appear on the product label. In addition, various regulatory bodies requiresome information 
under the headings noted below. 


Symbols 


A WARN ING denotes a hazard that can cause personal injury. 


A CAUTION denotes a hazard that can damage equipment. 


FCC Statement (USA only) 

The United States Federal Communications Commission (FCC) has specified that the 
following notice be brought to the attention of users of this product: 

FCC rules part 15, subpart A, class A devices. 

I nformation to User (section 15.105) 

This device complies with part 15 of theFCC rules. Operation is subject to the following two 
conditions: (1) This device may not cause harmful interference, and (2) this device must accept 
any interference recieved, including interference that may cause undesired operation. 

This equipment has been tested and found to comply with the limits of a Class A digital 


Safety 

WARNING 


CAUTION 



device, pursuant to part 15 of FCC rules. These limits aredesigned to provide reasonable 
protection against harmful interference when the equipment is operated in a commercial 
environment. This equipment generates, uses, and can radiate radio frequency energy, and if 
not installed and used in accordance with the instruction manual, may cause harmful 
interference to radio communications. Operation of this equipment in a residential area is 
likely to cause harmful interference, in which case the user will be required to correct the 
interference at his own expense. 

Any changes or modifications not expressly approved by Hewlett-Packard could void the user's 
authority to operate this equipment. 

Use of shielded interface cables is required to comply within the Class A limits in part 15 of the 
FCC rules. 


DOC Statement (Canada only) 

This Class A digital apparatus meets all the requirements of the Canadian 
Interference-Causing Equipment Regulations. 

Cet appareil numeriquede la classe A respecte toutes les exigences du Reglement sur le 
materiel brouilleur du Canada. 


EuropeRFI Statement 

This is a Class A product. I n a domestic environment, this product may cause radio 
interference, in which case the user may be required to take adequate measures. 
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Australia and New Zealand EMI Statement 

This product meets the applicable requirements of the Australia and New Zealand EMC 
Framework. 


01 N279 


Radio Frequency Interference (J apan Only) 

VCCI, ClassA (Model A4891-62001 only) 
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Cable I nformation 

Below are cable specifications for the PCI FDDI Dual Attach adapter. Product safety and/or 
regulatory conformance may depend upon observance of the foil owing information. 

A and B Port Connections 

The A and B ports on the adapter require one (SAS) or two (DAS) standard 62.5/125 
multimode fibre optic cable(s) with an SC-Duplex connector. These cables are not provided 
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and must be furnished by the customer. For existing installations that use cables with MIC 
(Media I nterf ace Connector) connectors, SC to MIC cable adapter cables must be ordered by 
specifying "Option 001". 


WARNING Never look directly into an optical fiber port. While not used or 

supported by this adapter, some fiber optic equipment can emit laser 
light that can injure your eyes. Always assume the cable is connected 
to a light source. 


Optical Bypass Relay Connection 

The Optical Bypass Relay (OBR) connector allows the OB R device to maintain integrity of the 
dual FDDI rings if the adapter fails or if system power is removed. The OBR connector is an 
RJ -12 modular jack connector. The pin assignments (counting from right to left, with pin 1 in 
the rightmost position) are described in the list below. 


WARNING Do not insert telecommunications cabling into the optical bypass relay 
connector. 


OBR RJ -12 Connector Pin Assignments 

Pin 1, 2: Relay drive +5.0 V dc 

Pin 3, 4: Bypass enable 

Pin 5: Bypass present 

Pin 6: Return grounded internally 


Operating Environment 

The list below shows the recommended operating environment for the HSC-FDDI Dual 
Attach Adapter. 

Operating Environment 

Operating Temperature Range: 5 to 30 degrees C 
Non-operating Temperature Range: -40 to 70 degrees C 
Recommended OperatingTemperature Range: 20 to 30 degrees C 
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Temperature Shock Immunity (Max rate of change): 20 degrees C 
Non-operating Humidity Range: 15 to90% RH 
Operating Humidity Range @22 degrees C: 15 to 80% RH 
Recommended Operating H umidity Range @22 degrees C: 15 to 80% RH 
Recovery Procedure from Condensation: None 
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What's New in This Version 

Enhancements in this release 


What's New in This Version 

The following information is for FDD 1/9000 HSC LAN adapters on H P-UX version Hi. 


Enhancements in this release 

• Replacement of the A version card with the B version 

• Cable Disconnect 

The following describes the FDDI/9000 H PPB products for the A-CI ass, N-Class, L-Class, 
V-Class and Superdome servers and B-Class, C-Class andj -Class workstations. 


Upgrade I nformation: Obsolesence of the A card 

The FDDI version A card, HP Part Number A3739A, has been obsoleted and replaced with 
version B, H P Part Number A3739B. I n this upgrade, the version A card is fully supported by 
the lli operating system. 


Behavior of Networking Links on Cable Disconnect 

For the lli operating system enhancements have been made for consistency with the 
definitions of: 

• I anscan output 

• lanadmin statistics output 
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What's New in This Version 

Fixes 


Fixes 

None 


Known Problems and Workarounds 

None. 


Patches and Fixes for this Version 

None 
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